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l have tested the new iot ot mans.-o. *... - 
doses of I to 1.5 4. /kg. of body weight. Typical 
reactions appeared which were of the same Intensity 
observed in the same patients dur ing, a preceding 
week, using a lot of older material. » therefore, 
fe 2 l that the new material is blo loglca H y act I ve as 
the old, and that any further testing of it is 
unnecessary. If you wish more ext e ns i ve tes 1 1 ng 
please let me know. 

J am enclosing a table showing results obtained when 
2-4 mg./70 kg. of BOL-148 were adm i n I s t e re d s i mu 1 1 a neou> ly 
,1th .5-1 -S mcg./kg. °f LSD. There Is, obvious v, no 
statistical difference in any of the measurements. 

| have obtained a copy of Nature f 0 "* 3 ! " j "9 

in which blocking of L5D-4P 
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by Ginzel and Mayer-^ross. - 

SGI was reported. This apparently occurred only 

BOl was given for at least two 


by 
whe n 


t i ga t e this 


days prior to LSD. 
It sounds mo r e 

blocking. 


I will Drccecd to invests .... 

like tolerance than It does like competitive 
Others also report that Intravenous in )ect Ion of Bok 
at the height of the react ion did not alter the LoD- 
react ion . % 

Very sincerely yours. 



Harris i s be II , M 
Director 
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